Clock radio 





•Super big LCD for easy reading 

•Gentle wake 

•Quartz controlled Clock 

• Easy alarm/ time reset 
•24 hour alarm reset 
•Repeat alarm 

• Wake up to radio or buzzer 
Sleeptimer 
Battery back-up 

• LC D with brightness control 
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Clock radio 



Standard product information 
Clock/ alarm 

• Quartz-operated clock 

• Alarm time display 

• Wake up by radio or buzzer 

• Alarm: Single alarm 

• Sleeptimer function, Repeat alarm (9 minutes), 
Gentle wake 

• Time/alarm setting Hours/minutes 



Tuner 

• FM/AM tuning 

• Wavebands 

• Frequency ranges 



FM/AM 

FM 87.5 - 108 MHz 
AM530 - 1710 kHz 



Amplifier 

• Max output power (RMS) 
(+1 dB ;D<10%) 80 m Watts 



Sound system 

• Loudspeaker 



3" 



Display 

• Multifunctional 1-2" LCD with backlight 

• Brightness control 

• Alarm time display 



Power supply 

• AC Mains 

• Back-up battery 
Type 



120V 
2x1.5V, 

AA cell (not included) 



General 

Material 

Product dimensions 
Product weight 
Package dimensions 
Package weight 



Polystyrene 

7.9" W x2.6" H x5.6" D 
1.46 lbs 

8.3" W x3.0" H x7.9" D 
1.85 lbs 
Master pack dimensions 

19.7"W x9.2" H x9.5" D 
Master pack weight 12.2 lbs 
Quantity/mastercarton 6 
Country of 0 rigin China 
Warranty 90 Days OTC exchange 



Alarm time display 

Super big LCD for easy reading 

Gentle wake 

W hen you wake up with the buzzer, radio or CD alarm, the 
volume will increase gradually which ensures you will have a gentle 
and certain wake. The minimum and maximum alarm volume can 
be set to your requirements. 

Quartz controlled Clock 

Quartz operated clock which ensures the time stays correct. 
Easy alarm/ time reset 
24 hour alarm reset 

Automatically resets the alarm for the same time on the next day, 
so you don't have to keep manually resetting the alarm. 

Repeat alarm 

Switches off the alarm for 9 minutes. 
Wake up to radio or buzzer 

Gives you the choice of waking up to your favourite radio station 
or alarm buzzer. 



Sleeptimer 
Battery back-up 

A 9-volt battery (not included) maintains correct time and alarm 
time settings in the event of power failure. Should this occur, the 
display will be disabled, but the alarm remains active. 

LC D with brightness control 

Enables you to control the brightness of the display for personal 
perference. 



UPC:0 37849 90592 0 

Master pack UPC: 1 37849 90592 7 

Printed in Hong Kong 2000-09-01 
Specifications subject to modification without notice 
© 2000 Koninklijke Philips Electronics N .V. 
All rights reserved 

http://www.philipsusa.com 



PHILIPS 



